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P. & O. TURBINE PASSENGER STEAMSHIP “FLORIDA Ae Feen Wink 


PASSENGER CAPACITY 780 
SPEED 19 KNOTS PER HOUR 


The P. & O. Is the Shortest, Most 
Dependable and Most Popular 
Route To and From Cuba. 
GENERAL OFFICES: JACKSONVILLE, FLA. 
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